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Message Text 



UNCLASSIFIED 

PAGE 01 CARACA 09339 091624Z 
43 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

026821 

R 08202 1Z SEP 75 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 0065 

UNCLAS CARACAS 9339 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJ: MAJOR PROJECTS: CENTRO STEAM POWER PLANT 
REF: STATE 21 1382 

1. CADAFE HAS A NUMBER OF GAS TURBINE PLANTS IN OPERATION 
BUT NONE WITH THE NAME CENTRO, AS FAR AS THE EMBASSY WAS ABLE 
TO DETERMINE. THE CENTRO POWER PLANT WILL BE BUILD NEAR PUERTO 
CABELLO AND IS TO HAVE TOTAL CAPACITY OF 2000 MW. 

2. THE PRE-ENGINEERING, SITE SELECTION AND TIME-TABLE 
STUDY WAS GRANTED TO THE GERMAN COMPANY KRAFTWERKE- 
UNION. NO BIDS HAVE BEEN REQUESTED ON DESIGN ENGINEERING, 
CONSTRUCTION AND EQUIPMENT, AND CADAFE WAS UNABLE 

OR UNWILLING TO GIVE A TIME TABLE. HOWEVER, IT DID INDICATE 
THAT THE CONSTRUCTION OF THIS POWER PLANT IS URGENT AND WILL 
BE DONE AS SOON AS POSSIBLE. 

SHLAUDEMAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CARACA09339 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75031 1-0941 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750972/aaaaclfp.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 211382 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by MaustMC>; APPROVED <28 JAN 2004 by RowellE0> 

Review Markings: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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